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lo The Ploesti -Odessa pipe line was constructed in 19hS and 15/li6o Since at 

that time materials were lacldLnc^ especially tiie pipes tliemselves^ these were 
obtained frcm other pipe lines^ especially those connecting Floesti and 
Campina with the Danubian port of Giurgiuo The latter lines had been 
built by the Germans^ in order to facilj,tate tiie transportation of oil via 
the Danube Hiver^ After tlie Gennaxi defeat^ however, tiiese pipe lines had 
little value^ and were therefore dismounted and the materials used for the 
Ploesti -Odessa llnec 

2« The original project called for a pipe line from Floesti to Henij^ but it 
was later extended to Odessa c, From Ploesti as far as Faurei^^ the line 
follows ti'je route of the old Floes ti*-Gons tan ta line® From Faurei^ it 
branches off in order to connect the newly developed Frohova oil-producing 
region with Odessa^ 


3o Pumping stoti.ons are located about every four to six kilometerso For 

about a year, these have also been used as guard houses for ttie personnel 
assigned to guard tiie pipe line* 


the pipe line became a 


forces, and several attacks have been made upon it. 
sabotage attempts x^ ere made, and these were repeat ed 
attempts culmi rioted/ 


favox^ed ta rget of the Rumanian resi stance 
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Jwhen passengers on the train for 
Faurei xd.tnessed a huge fire, visible for several kilaieters, caused Iry 
igniting the r asoline flowing from the cut pipe Hneo The latter had been 
blovm up near the Faurei pumping statlon« The fire could not be put out for 
a x^eekg and flames were visible all during this time to train travelers through 
the area© 


So The pipe line was also cut at about the same time near Uie toxm of Miail, and 
here again a fire was li^-hted by the saboteurs o 


6o As a result of these sabotage attempts, the guarding of the pipe line was 
entrusted to the Aimy instead of the People Kilitiao 


I height engineers, including Dan Grigorescu, 

have been arrested in the Boldest! (Prahova) area, charged with sabotage of tiie 
oil wellso JJxtensive ararests have also been made among engineers and technicians 
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ia th© Ceptura-^Urlati md Baicoi areaa© 

6c Sabotl^e^ added to the initial lack of materials for the drilling of 

MOlla^ has rendered the situation of the H«iaanj.an oil indixstxy precarious^ 
despite attempts to escploit new regions such as Oltenia^t) ttuzauj^ and Bacauo 
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